Message 


From; Lobik Stephen [slobik@facil.umass.edu] 

Sent: 10/19/2010 12:59:49 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: 

Jim, 

i'm thinking maybe we start Wednesday. Just in case we hit a snag. One day won't make much of a difference. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
sioblk@facil.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Tuesday, October 19, 2010 7:00 AM 
To: Lobik Stephen 
Sutqect: RE: 

If everything is out of there, no problem. 

Jim 


From: Lobik Stephen [maiito:slobik@facil.umass.edu] 

Sent: Monday, October 18, 2010 3:34 PM 

To: Hanchett, James (DPH); Salem, Sharon (DPH) 

Subject: 


Jim and Sharon, 

If we do end up moving Sharon's operation on Monday ca we start demolition on Tuesday? Do you need to be 
in that space for anything? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 
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